STATUTES AT LARGE

certained by the Commission: Provided, That the Commission shall
have the right and power to control or limit such depreciation reserve.
(r) When in the judgment of the Commission there is a reason-
ably substantial affiliation of any electrical utility engaged in business
in this State with any other corporation or person, or when in the
judgment of the Commission any other corporation or person either
exercises, or is in position to exercise, by reason of ownership or
control of securities or for any other cause, any reasonably substan-
tial control over the business or policies of any electrical utility en-
gaged in business in this State, the burden of proof shall be upon
such electrical utility to establish to the satisfaction of the Commis-
sion the reasonableness, fairness, and absence of injurious effect
upon the public interest of any charges made by such other corpor-
ation or person against such electrical utility in relation to all super-
vision, management, construction, or engineering fees, charges for
the sale of material, supplies, equipment, or other commodities or
for any other purpose, and to establish the reasonableness, fairness
and absence of injurious effect upon the public interest of any such
fees or charges every electrical utility is required to produce, if so
ordered by the Commission, for the information of the Commission
all such contracts, papers and documents relating thereto as may be
required by the Commission, and unless the reasonableness, fairness
and absence of injurious effect upon the public interest of such fees
and charges are established to the satisfaction of the Commission the
same shall not be allowed by it for rate making purposes.
(s) No electrical utility shall permit any employee to sell, offer
for sale, or solicit the purchase of any security of any other person
or corporation during such hours as such employee is engaged to
perform any duty of such electrical utility; nor shall any electrical
utility by any means or device whatsoever require any employee to
purchase or contract to purchase any of its securities or those of any
other person or corporation; nor shall any electrical utility require
any employee to permit the deduction from his wages or salary of
any sum as a payment or to be applied as a payment on any purchase
or contract to purchase any security of such electrical utility or of
any other person or corporation.
(t) For the purpose of encouraging economy, efficiency, and im-
provements in methods or service any electrical utility may partici-
pate, subject to the approval of the Commission, to such extent as
may be permitted by the Commission, in the additional profits arising
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